Approved Foe Release 2002/06/25 : CIA-RDP76-005&1^R0001 00050070-3 


1 DD/A 
3 DCI 
5 D/OP 


1 to 3) Sir: 

We have held off forwarding this 
letter of condolence for your signature 
because the circumstances of death were not 
as crystal clear as we would have liked 
when we were first notified. I do believe, 
although we possess no additional informa- 
tion, that the time is appropriate to have 
you sign the letter. 

[ 6 / 

John F. Blake 

t DFn n?A 


Director of Persomsl 

5E-58 Hqs 11/26/74 
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